Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 17163 072005Z 
64 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO /019W 

050646 

R 072000Z NOV 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 6326 

UNCLAS LONDON 17163 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, UK 

SUBJECT: FDA ADVISORY: VOLUNTARY RECALL OF AV FISTULA 
NEEDLE 

REF: STATE 261583# 

1. EMBASSY CONTACTED HENLEYS MEDICAL SUPPLIES AND WAS 
INFORMED BY MANAGING DIRECTOR D.F. HENLEY THAT HE DID 
NOT RPT NOT RECEIVE COBE'S ADVISORY LETTERS OF AUG. 12 
AND OCT. 10. HOWEVER FIRM HAS BEEN PASSED CORTENTS OF 
REFTEL AND WILL CHECK ITS STOCKS. 

2. HENLEYS WOULD APPRECIATE RECEIVING COPIES OF COBE'S 
LETTERS FOR TPANSMITTAL TO EXETER & OXFORD HOSPITALS. 
ITS TWO U.K. CUSTOMERS FOR FISTULA NEEDLE. RICHARDSON 

NOTE BY OCT: #REFTEL APPARENTLY INCORREDT. 

UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1975LONDON17163 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750388-0987 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 1 64/aaaacfds. tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
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Review Event: 

Review Exemptions: n/a 
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